io-3-os 

io-3-og 

10- 4-09 

2-16-12 

11 - 1-12 
5-3-12 


HEWTTT - ET.T7AFETH M. 
Appointed & Oath IO-3-OS 

Rept. Washington 
Fept. New York 

Rept. Washington 
Appointed Chief Nurse USN 
Rept. New York 


H-12-13 Rept. Newport 

11-7-18 Rept. New York , 

IO-7-I9 Rept. Mare IslsI^Pid (Temp.) Det. 10-28-1 


Det. 10-4-09 
Det. 2-16-12 
Det. 5-2-12 

Det. ll-ll-i; 
Det. 11-6-18 
Det. 9-21-19 


CHIEF 


11-21- 19 Rept.Canacao Det. 12-17-20| 

1-12-21 Rept. Yokohama De *- 9-l°-21 

Repty Pearl Harbor ,DilT2o4b p e t. 7-7-22.. 

R. Puget Sound (DM-48 7b )Modif. DT^FOlb^ / 
R. Washing ton (DN- 501b ) 

3. Howard Kelly Ho8.Paltimore(tr£at)DH63?b| 
R. Disp. Navy Yd. Phila(DN-SOlb) D. 6-30-26 
R.Disp.Ny.Yd.Boston(DN-S10c)DN-S23c) 
mod.'(DN-S55c) Pet . 5 - 31-30 


9-19-21 


8 - 8-22 


4-2-23 


--3-30 


o 


. 


HEWITT - ELIZAEE 


ifi. mnr-SLisagiTn cmef rurse, tjsn 

% 1 I 

6-12-33 

Ord. home(DN-762e) 


9-1-33 

Retired, -p. "D- League Is. 

Soo caret. 


4-27-36 

Died 

## I 

r* — 
— * 

• 



